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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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"The Right to Information, The Right to Live'' 
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SPECIFICATION FOR TWIST DRILLS 
FOR TAPER PIN HOLES WITH TAPER I 
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1. Scope — Dimensions and requirements of twist drills for taper pin holes for solid and split pins 
with taper 1 : 50 conforming to IS : 2393-1963*. 

2. Dimensions 

2.1 Twist Drills for Taper Pin Holes, Type A 




FOR NOMINAL DIAMETERS 1*6 TO 8 




FOR NOMINAL DIAMETERS 10 TO 20 



All dimensions In miltimetres. 
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3-98 


5-38 


5*0 


— 
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12-4 


230 


10 
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Note — Tlie figures are indicative of dimensions only and do not specify de 


sign features. 


*The twist drills shall be cylindrical for length U. 





^Cylindrical and taper pins. 
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2.2 Twist Drills for Taper Pin Holes^ Type B 
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Alt dimensions jn millimetres. 
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Diameter 


rfi 


</> 


d. 


/ 


6 
6 


U 


/3 


Morse 
Taper 


5 
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50 


368 


326 5 


Note — The figure i$ Indicative of dimensions only and does not specify design features, 
nhe twist drills shall be cylindrical for length /i. 



3. Designation — A twist drill, Type A with nominal diameter 20 mm for rigjit-hand cutting and with 
'tool-type' N conforming to this standard and made from high speed steel ( HS ) shall be 
designated as; 

Twist Drill A 20 IS : 5364 HS^ 



3.1 The twist drill required with • tooKtype V other than A/, an appropriate 'tool-type* shall be 
mentioned in the dMignation after size. 
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4. TolerancM 



IS: 5364 -1969 



AH dimensions in miilimetres. 



Overall Length/Flufe Length 






Tolerance 


Over 


Up to and including 
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± 6-5 



5. General Requirements 

5.1 Twist drills of Type A having diameters mm and above shall be provided with driving tenons 
according to IS : 5360-1969*. 

5.2 ' Tool-type ' unless otherwise specified: /V according to IS : 5099-1969t. 

5.3 Other Requirements — According to IS : 5099-1969t. 

6. Tests — According to IS : 5099-1969t. 



*Dlmension8 for driving tenons. 
tTechnlcal supply conditions for twist drills. 



